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nacie, while of great interest, waa not so imposing as those from our highest summits in Baltistan; for here everything was dwarfed and flattened, while there still higher mountains loomed around us, adding greatly to the effect of the distant views* The scarcity of oxygen was painfully felt on making any exertion with camera or instruments. An icy wind and the lateness of the hour precluded a long stay at this high vantage-point It was after two o'clock, and camp could not be reached, at best, till nightfall, so the descent was begun.
After a careful study of the central peaks of the massif from points without it and from the high plateau, this peak waa judged by all members of the expedition to be the second-highest of the group. Calculation from the reading of the boiling-point thermometer, compared with a simultaneous reading at the lower station of Draa, gives its altitude as 28,263 feet. On levelling off from a point just below the top on the peak next weet, fixed by the Indian Survey at 23,264 feet, the latter peak appeared to be somewhat lower, seemingly about 00 feet* Henoe the height of Pinnacle Peak ha* been placed at 28,300 feet